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the Mint of the Wnited States at Philadelphia, 
Superintendent's Office, 


Upon assuming the duties of the Superintendent of the Mint 
of the United States at. Philadelphia, at the opening of business 
this first day of March, A. D. 1898, I hereby acknowledge the 
receipt of the following enumerated Coin and Bullion, subject to 
weighing and count, from Herman Kretz, the retiring Superintendent, 
to wit:-=- 
921,731.509/1000 Std. Ozs. Gold Bullion, value $17,148,493.14 
120,817,774.21/100 Std. Ozs. Silver Bullion, value $98,521,426.67 
$9,748,080.00 Gold Coin. | 
$37.50 Gold Coin reserved for Annual Assay. 
$68,032,228.25 Silver Coin. 
$809.85 Silver Coins reserved for Annual Assay. 
$51.60 Silver Coins reserved for Special Assay. 
345 ,386.10/100 Troy Ozs. Minor Coinage Metal, value $32,901.52 
$58,405.00 Minor Coins. 
$112,490.05 currency. 
The Gold and Silver Coins reserved for Annual Assay are in fuels OM 
Pyx deposited in this Mint, and the Silver Coins reserved for Special 
Assay are in the hands of the Director of the Mint for Special Assay. 
Received also all account and other books, papers, vouchers, 
furniture, supplies, vault keys, machinery, appliances, tools, etc.; 


etc., belonging to and now in this Mint. 


Signed in triplicate. 
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The Mint of the United States at Philadelphia, 
Superintendent’s Office, 


Upon assuming the duties of the Superintendent of the Mint of the United States at 
Philadelphia, at the opening of business this first day of March, A.D. 1898, I hereby 
acknowledge the receipt of the following enumerated Coin and Bullion, subject to weighing and 
count, from Herman Kretz, the retiring Superintendent, to wit: -- 


921, 731.509/1000 Std. Ozs. Gold Bullion, value $17,148,493 .14 
120,817,774.21/100 Std. Ozs. Silver Bullion, value $98 521,426.67 
$9,748 080.00 Gold Coin. 

$37.50 Gold Coin reserved for Annual Assay. 

$68 032,228.25 Silver Coin. 

$809.85 Silver coins reserved for Annual Assay. 

$51.60 Silver Coins reserved for Special Assay. 


345 ,386.10/100 Troy Ozs. Minor Coinage Metal, value $32,901.52 
$58,405.00 Minor Coins. 


$112,490.05 Currency. 





The Gold and Silver Coins reserved for Annual Assay are in the Pyx deposited in this 


Mint, and the Silver Coins reserved for Special Assay are in the hands of the Director of the Mint 
for Special Assay. 


Received also all account and other books, papers, vouchers, furniture, supplies, vault 
keys, machinery, appliances, tools, etc., etc., belonging to and now in this Mint. 


Henry K. Boyd 
Superintendent 


Signed in triplicate. 


